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A CORRECTION 

In my recent review of Professor Baugh's edition of William Haughton's 
Englishmen for My Money, I described the volume as consisting of 224 pages, 
complained that the notes were inadequate for so perplexing a play, and sug- 
gested that an index should have been added. Professor Baugh writes me: 
"I am somewhat at a loss to explain your last two paragraphs. I wonder if 
by chance the copy which you received from The Journal of English and Ger- 
manic Philology was imperfect at the end. " Exactly this I find to have been 
the case. The binders in assembling the sheets of this particular copy inad- 
vertently dropped out the last printer's gathering, consisting of twelve pages. 
There was nothing whatever to arouse my suspicion, and the loss of the con- 
cluding part of the book passed unnoticed. With a perfect copy before me 
I should have written that the volume consisted of 236 pages, that it contained 
adequate notes, and that it was furnished with an excellent index. I regret 
very much that Professor Baugh has been the victim of this curious mishap. 

Joseph Quincy Adams. 
Cornell University . 



